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14-12 

ORIGIN FBOE-OO 

INFO OCT-01 NEA-10 ISO-OO A-01 AID-05 /017R 

DRAFTED BY A/FBO:JWMORRISON;SGB 
APPROVED BY A/FBO:WFMCCOLLOUGH 

063287 

R 162342Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 

UNCLAS STATE 140988 

E.O. 11652: N/A 

TAGS: ABLD 

SUBJECT: CHANCERY EMERGENCY POWER PROPERTY NO. 13428 
REF: LINEBERRY CONSULTATION AT DEPARTMENT 

1. DEPARTMENT CONCURS IN POST PROPOSAL TO PROVIDE AUTOMA- 
TIC GENERATOR START AND TRANSFER OF LOAD. OUR UNDERSTAND- 
ING IS THAT ONE GENERATOR FEEDS RESIDENCE, ONE GENERATOR 
FEEDS CHANCERY AND TWO FEED ANNEX. 

2. UPON POWER OUTAGE GENERATORS WILL AUTOMATICALLY START 
AFTER SEVERAL SECONDS TIME DELAY. WHEN THEY ARE UP TO 
SPEED THEY WILL AUTOMATICALLY BE CONNECTED TO RESPECTIVE 
LOADS. UPON RETURN OF COMMERCIAL POWER AND AFTER 
SEVERAL MINUTES TIME DELAY BUILDING LOADS WILL AUTOMATIC- 
ALLY BE RETURNED TO NORMAL POWER AND UNITS AUTOMATICALLY 
TURN OFF. 

3. IF UNIT FEEDING RESIDENCE SHOULD FAIL TO START, MANUAL 
REMOTE CONTROL SWITCH WILL PERMIT ALTERNATE UNIT TO BE 
STARTED BY AND CONNECTED TO RESIDENCE. 

4. PLEASE OBTAIN PROPOSALS FOR INDIAN MADE EQUIPMENT FOR 
AUTOMATIC OPERATION AND SUBMIT FOR CONSIDERATION. 
UNCLASSIFIED 

PAGE 02 STATE 140988 

5. SUGGEST ALSO INVESTIGATE POSSIBILITY AIR COOLED RA- 
DIATORS FOR EACH AID GENERATOR WITH VIEW TO ALLEVIATE 
EXCESSIVE WATER CONSUMPTION. KISSINGER 
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« END OF DOCUMENT » 
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